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Turret carrying crystals and 
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quency aviation-type radio 
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Fifteen Years 


the first issue of BELL LABora- 
TORIES 


I: SEPTEMBER, 1925, appeared 


REcorRD. 


Eight months 


earlier Bell Telephone Laboratories 
had been formed from the Engineer- 
ing Department of the Western Elec- 
tric Company. Acquaintance with the 
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_ Volume one, number one. The familiar 

cover design, by Thomas M. Cleland, was 

used for thirteen years. It was printed in 
dark ink on yellow paper stock 


new organization and its work needed 
to be fostered; hence the new maga- 
zine. 

As their typical reader the editors 
visualized an engineer or scientist who 
followed the professional journals for 
detailed information regarding his 
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chosen field, but whose general in- 
terest in related fields would lead him 
to read articles attractively presented 
and of not-too-great difficulty. Non- 
technical readers, it was hoped, would 
find in the opening paragraph of each 
article something worth remembering 
about current advances in the art. 
Literary style was to be consistent 
with the excellence of the Labora- 
tories’ scientific and technical work. 

The first issue of the Recorp found 
the Laboratories’ activities in Man- 
hattan confined to the original West 
Street building. That issue carried an 
account of the permanent groups sta- 
tioned at Cliffwood and Deal, New 
Jersey, at Hawthorne, and of the in- 
spection engineers at Telephone Com- 
panies’ headquarters. From time to 
time the Recorp has carried news of 
changes in our outposts—the transfer 
of activities from Cliffwood to Holm- 
del, and the establishment of labora- 
tories at four other New Jersey 
points—Whippany, Mendham, Sum- 
mit, and Chester. Cable engineers are 
stationed now at the Kearny and 
Point Breeze works instead of at 
Hawthorne. 

“On the Basis of Experience’’ cap- 
tioned a biographical article on the 
Laboratories’ Board of Directors. 
They were John J. Carty, Bancroft 
Gherardi, and Frank B. Jewett, repre- 
senting the American Telephone and 
Telegraph Company; Charles G. 
DuBois, James L. Kilpatrick and 
Jay B. Odell, representing the West- 
ern Electric Company, and Edward 
B. Craft, Executive Vice President of 
the Laboratories. Of these, only 
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Messrs. Jewett and Kilpatrick are now 
in active service 

A picture of Dr. Buckley appeared 
in Vol. 1, No. 1, with a specimen of the 
permalloy-loaded cable for trans- 
oceanic telegraphy which was an out- 
standing contribution to the com- 
munication art. Letters-per-minute 
were increased from 500 to 1900 by 
the new cable and its terminal appa- 
ratus. In the Recorp for September, 
1933, appeared the news that Dr. 
Buckley had become Director of Re- 
search, following the death of H. D. 
Arnold. The January, 1937, issue 
marked, by a portrait and biographi- 
cal note, that he then became Execu- 
tive Vice President. 

Beginning a long record of central- 
office developments, the first issue 
carried an article on the semi-remote 
control power board, then beginning 
to come into use. Many other power- 
plant developments through the years 
have been traced: commercial-type 
generators, emergency gasoline en- 
gines, noise filters, rectifier plants for 
vacuum tubes, regulating circuits, 
down to the constant-current system 
for coaxial-cable repeaters and the 
wind-driven generators that are used 
for the type-J carrier. 

Appearance of members of the 
Laboratories before professional and 
other audiences was in 1925 as now a 
recognized way of telling our story to 
the public. Picture transmission was 
then the Bell System’s latest an- 
nouncement, and Dr. Ives was re- 
corded as having described it to some 
ten engineering and scientific bodies. 
K. K. Darrow delivered a series of 
lectures in Pittsburgh on “Atoms and 
Radiation.” Dr. Jewett spoke at the 
American Institute of Electrical Engi- 
neers convention in St. Louis, and 
elsewhere. L. H. Germer presented a 
paper, “Initial Velocity Distribution 
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of Thermionic Electrons,” before the - 
American Physical Society. 

So the ReEcorp set out on its career 
with stories of things close at hand, 
and so month by month it has con- 
tinued with factual accounts of the 
Laboratories’ work. Seldom is a ro- 


This picture of O. E. Buckley appeared in 
the first issue, in connection with a résumé 
of his Bell System Technical Journal paper 
on permalloy-loaded cables. Dr. Buckley 
was then in charge of submarine cable de- 
velopment, in the Research Department 


mantic phrase found in its columns. 
But the saga of communication is 
there. Two-way transatlantic radio- 
telephony was chronicled in 1926, the 
first link in what is now a world-wide 
network of speech channels. The same 
year brought an account of sound 
motion pictures, for the first time 
offered on a commercial basis. Amer- 
ica’s preéminence in this field rests 
on developments subsequently re- 
ported in the Recorp. In 1927 was 
described the achievement of tele- 
vision by wire and radio over sub- 
stantial distances; television of-out- 
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door scenes in 1928; television in color 
in 1929; a year later the demonstra- 
tion of two-way television as an 
adjunct to telephony. 

The Fall of 1928 saw the announce- 
ment of the Laboratories’ program for 
aircraft radio development. Through 
subsequent years descriptions have 
appeared of transmitters and receivers 
which have become standard equip- 
ment on American airways. 

At the present time more than two 
thousand yachts and coastwise craft 
can be connected by radio with Bell 
System telephones. This system was 


phone systems. The then new type-C 
system was described in the Decem- 
ber, 1925, issue; subsequent articles 
carry the development down through 
single-channel systems to the latest 
three-channel system, the two twelve- 
channel systems for open wire and 
cable circuits, and the 480-channel 
coaxial system. 

Another sequence of informatory 
articles began with “A Mechanical 
Brain” in November, 1926. That was 
the first non-technical explanation of 
the panel dial system. Its reception 
was encouraging; and a description 
of the then new de- 
coder was published. 
From time to time 
other articles have pre- 
sented a comprehen- 
sive exposition of the 
panel system. With the 
standardization of the 
crossbar system, a set 
of articles was pub- 
lished during 1938 and 
1939. Later collected 
into a booklet, 5,000 
copies of these articles 
were distributed in the 
Bell System. 

Measurement is 
basic to research and 
engineering; in their 
pioneering work the 


In April, 1927, appeared a paper by C. J. Davisson (eft) Laboratories have, as 
entitled “Are Electrons Waves?” ; it was the first description Might be expected, 
for readers of the Recorp of an electronic research program produced many new 
carried on by Dr. Davisson and L. H. Germer (right) which measuring techniques 


earned the Nobel Prize in physics in 1938 


described in the Recorp for Novem- 
ber, 1932. It supplements the ship-to- 
shore system for passenger steamers 
whose initial installation on the Levia- 
than was described in January, 1930. 

Less dramatic but of even wider 
usefulness have been the carrier-tele- 
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and the instruments to 
effect them. New units, 
even, have been created: the decibel 
and its cousin the VU. A glance 
over the heading ‘“Measurements and 
Testing” in any index to the 
Recorp brings to light such entries 
as “Electrical Reflections and Their 
Measurement”; ‘“‘Measuring One 
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The entire issue of May, 1927, was devoted to television. This photograph, taken at the 
time of the first public demonstration, shows W. 8. Gifford in the Laboratories audi- 
torium talking with Secretary of Commerce Hoover in Washington. With Mr. Gifford 
are E. P. Clifford, H. D. Arnold, E. B. Craft, F. B. Jewett, H. E. Ives, and Frank Gray 


Trillionth of an Atmosphere”’; “‘Port- 
able Sound Meter”; “Impedance 
Bridges’; ‘Master Reference System 
for Transmission”; ‘‘Permeameters 
for Wide Temperature Ranges’; 
“Measurements of Articulation”’; 
“Strength of Earth Anchors’; “‘Re- 
cording Humidity.” Particularly in 
the measurement of electrical quan- 
tities such as impedance, reflection, 
attenuation and frequency, the Lab- 
oratories’ contributions have been 
outstanding. The quality of manu- 
factured products has been given a 
precise significance; in the statistical 
theory which connects the quality of a 
sample with that of the entire lot, 
Laboratories’ mathematicians have 
achieved recognition. 

Honors have come to men of the 
Laboratories; the citations recall ear- 
lier articles in which the discoveries 
were reported. C. J. Davisson, Nobel 
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prizeman of 1937, had described 
electron waves in April, 1927. Elliott 
Cresson medallists, six in number, 
have been authors of Recorp articles. 
So have been the seven Morris Lieb- 
mann Memorial prizemen, and the 
two John Price Wetherill medallists. 

Several entirely new Bell System 
services have had their inception 
within the lifetime of the Recorp. 
There is the teletypewriter network, 
as furnished to police and aeronautical 
authorities. There is the teletype- 
writer switching system, described in 
January, 1932, and now serving 
14,000 stations. There are the radio- 
broadcasting networks, carrying pro- 
grams to hundreds of stations. There 
are unattended central offices, bring- 
ing dial service to places formerly 
served by magneto boards. There are 
secretarial, time-of-day, and weather 
services. To all of these the Labora- 
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An article in October, 1928, by E. B. Craft, Executive Vice President of the Laboratories 

until his death in 1930, described our development work on airways communication 

equipment. Mr. Craft is shown at the right, with A. R. Brooks in the Laboratories’ 
Jirst plane, a single-motored Fairchild 


tories have contributed circuits and 
apparatus; and those contributions 
have been recorded in their magazine. 

Initially the REcorpD was distributed 
to all members of the Laboratories, 
and to the Department of Devel- 
opment and Research of the Ameri- 
can Telephone and Telegraph Com- 
pany. Gradually requests extended 
the distribution to management and 
technical personnel of the Bell Sys- 
tem. Libraries and heads of appro- 
priate departments of universities 
were added, as well as writers in the 


popular science field of magazines and 
newspapers. There are also about 
seven hundred paid subscribers. All 
in all, the circulation is now between 
eleven and twelve thousand. 

Fifteen years have passed; the Bell 
System serves directly fifty per cent 
more telephones and handles more 
than double the number of long-dis- 
tance calls than in 1925. For this ex- 
pansion, the Laboratories have con- 
tributed ideas, methods, circuits and 
equipment. The Recorp is proud to 
have been a chronicler of that epoch. 
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The Nature of 
Organic 
Insulating 


Materials 


By C. S. FULLER 
Chemical Laboratories 


F THE great variety 
of insulating materials 
used in the telephone 
plant, by far the major part 
consists of organic compounds. 
The engineer recognizes among 
these insulations paper, cot- 
ton, silk, rubber, gutta-percha, 
shellac, insulating varnishes, 
phenol-formaldehyde both as 
phenol-fiber and as_ plastic 
moldings, cellulose acetate, 
and a growing host of new syn- 
thetic resins and plastics. 
Although an _ apparently 
heterogeneous and unrelated 
group of substances, these materials 
really have much in common. They all 
belong to the class of compounds 
known to the chemist as high-molec- 
ular substances because they are 
composed of very large molecules. In 
the ideal case these molecules may be 
considered as long threads consisting 
of hundreds, often thousands, of 
atoms joined together. Along these 
threads one finds an orderly repetition 
of atom groups so that the molecule 
may be reproduced by connecting 
with chemical bonds a large number of 
identical units, each consisting of the 
same group of atoms. This arrange- 
ment is illustrated in Figure 1 where 
are shown a few of the many hundred 
identical units in rubber and cellulose 
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molecules. All of the molecules in any 
given substance do not have the same 
number of units; there is a “spread” 
or distribution of molecule sizes. 
Although the arrangement of long, 
thread-like molecules is closely ap- 
proached in many instances, a cross- 
bridging or cross-linking commonly 
occurs at intervals between the long 
chains. These bridges may be com- 
posed of the same atoms as those in 
the molecules themselves or of an 
entirely different chemical element. 
Thus sulfur probably acts as such a 
bridge between the molecules in vul- 
canized rubber. The number of cross- 
linkages between chains varies widely. 
In cellulose they are absent or rela- 
tively few but occur so frequently in 
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phenol-formaldehyde resin that the 
conception of the chain molecule is 
entirely lost and the structure may be 
regarded as a particularly compact 
three-dimensional molecular network. 

The conception of these high- 
molecular substances as myriads of 
thread-like molecules explains many of 
their properties and why they have 
been selected so often as insulating 
materials in the electrical industry. 
Great strength and flexibility are pro- 
vided by the felted, thread-like mole- 
cules or molecular networks. These 
properties are essential in insulating 
materials, particularly those on wires 
and cables where they often have to 
withstand severe mechanical strains. 
The specific properties of each sub- 
stance vary with the chemical nature 
of the repeating unit, or group, as 
well as with the size of the molecules, 
their size distribution and the number 
of cross-linkages between them. Cer- 
tain units, such as those in cellulose, 
favor the formation of minute crystals 
which further strengthen the chain 
structure as a whole. On the other 
hand, the units show little tendency to 
crystallize under ordinary conditions 


in natural and synthetic rubber and 
the chain molecules are thus free to 
glide past one another—a condition 
essential for rubber-like behavior. 
The nature of the repeating unit 
likewise is important in determining 
the insulating qualities of a given ma- 
terial. If the unit contains polar 
groups like the —oH in cellulose, 
water is attracted into the insulation 
from the surrounding atmosphere and 
the conductivity of the material in- 
creases with the relative humidity. 
On the other hand, if the repeating 
unit is non-polar, which is essentially 
the case when only carbon and hydro- 
gen atoms are involved as in rubber, 
the insulation resistance is high even 
under humid conditions and_ the 
power factor and dielectric constant 
attain particularly desirable values. 
Recent progress in the synthesis of 
high-molecular substances has made 
possible combinations of electrical 
and mechanical properties heretofore 
unattainable. Development is_pro- 
ceeding along two lines: Defects in 
natural insulating materials are being 
corrected by forming chemical de- 
rivatives from them, and high-molec- 


| CH3 CH3 | CH3 | CHa | CH3 

l 4 H | 4 H | H 4 H H | 

REPEATING | | 

| oH oH | on 

| c—c | o— c—c | 

HC——O—CH HC—O}—CH HC——O——CH HC——0-$—— 

H | H \ | 
| | 
| | 


REPEATING 
UNIT 


(b) 


Fig. 1—The molecules of rubber (a) and cellulose (b) consist of chains of many identical 
units, each composed of the same group of atoms 
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6.5 7 relative humidity of cotton - 
aa an yarn for various degrees of 

. acetylation. The results are for 
5.5 7 


a single size 60 thread 34 inch 
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long; they show that the re- 
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sistance increases logarithmi- 
cally with the percentage of 


acetate. Parallel with this in- 
creased resistance there is also 


a decrease in moisture absorp- 
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tion as shown by the curve of 
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Figure 3 for the equilibrium 
amount of water held under 


the above temperature and 


10 14 16 


20 22 


2 4 
ACETYL CONTENT (CH3CO) IN PER CENT BY WEIGHT 


Fig. 2—The insulation resistance of cotton yarn in- 

creases when hydroxyl groups are replaced by acetate 

groups. The results are for a single size 60 thread 
which ts three-quarters of an inch long 


humidity conditions. 

In the second field of ac- 
tivity the long molecules them- 
selves must be created and not 
simply transformed. These 
substances have not made 


ular compounds are being synthesized 
directly from cheap raw materials. 
The acetylation of cellulose is an 
example of the first development. 
Cotton cellulose may be esteri- 


great headway thus far in the 
insulation field, except in a few in- 
stances, because of higher costs and 
other considerations. The situation 
is rapidly changing, however, and the 


groups which are much less 
hydrophilic. This may be done 


fied with acetic acid and acetic l2 
. = 

anhydride with the result that 
some of its water-attracting 
—OH groups (Figure 1) are re- 
placed with acetate or other 2° za 

= 


directly on the cotton yarn it- ¥ 


self or by using raw cellulosic 
materials and subsequently 
reforming the fiber as cellulose- 
acetate rayon. In either case a 
decided improvement in electrical 
characteristics results. Figure 2 shows 
the change of insulation resistance 
at 38 degrees C. and 85 per cent 


2 = 6 8 10 2 14 16 18 20 


ACETYL CONTENT (CH3CO) IN PER CENT BY WEIGHT 


Fig. 3—The moisture absorbed by cotton fiber de- 


creases as its acetate content rises 


time is probably not far off when a 
number of valuable combinations of 
useful properties may be expected 
from this purely synthetic approach. 
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INCE its introduction a year 

ago, the Western Electric 639A 

microphone has found a wide 
range of usefulness. Its directivity 
pattern is heart-shaped, with a broad 
area of uniform sensitivity in front 
and an area of zero sensitivity behind. 
This “‘cardioid” pattern, which has 
given a name to the microphone, is 
only one of a family of directivity 
characteristics which can be obtained 
with a microphone of the same 
general construction. Other patterns 
have dead regions in other direc- 
tions; and since a problem in sound 
pick-up is to eliminate the noise 
which our senses disregard in binaural 
hearing, a new microphone was de- 
veloped to suppress these unwanted 
sounds more effectively. This Western 
Electric 639B microphone has three 
patterns in addition to the cardioid 
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Six-Way 
Directional 


Microphone 


By W. R. HARRY 
Transmission Instrument Development 


and those obtained when the 
ribbon and moving coil ele- 
ments are used separately, 
thus providing a microphone 
with six entirely different di- 
rectional patterns. 

The new directional charac- 
teristics are obtained, as were 
those of the 639A microphone,* 
by combining in series the out- 
puts of a moving coil and rib- 
bon microphone element. 
When sound strikes this com- 
bination from the front, the 
output voltages of the two 
elements are in phase and add. When 
it arrives from the rear, the phase of 
the ribbon element reverses while that 
of the moving coil element remains 
unchanged and the outputs of the two 
tend to cancel each other. The opera- 
tion of this combination gives the 
equation E=a+4cos 6 for the output 
voltage, where a is the output of the 
moving coil element, which is inde- 
pendent of the angle, and 4 cos @ that 
of the ribbon element for sound ap- 
proaching at an angle @ to a line 
drawn perpendicular to the plane of 
the ribbon. This is the equation of a 
family of polar curves which change 
with the values assigned to a and 4. 
Actually the directional characteris- 
tics are represented by surfaces of 
revolution in three-dimensional space. 
One of these surfaces is illustrated in 

*Recorp, July, 1939, p. 338. 
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Figure 1 and shows that the 
microphone characteristics are 
the same in vertical and hori- 
zontal planes as well as inter- 
mediate ones. 

For many applications the 
most useful characteristics are 
obtained when a is equal to or 
less than 4, that is, when the 
pressure element (moving 
coil) output is less than that 
of the pressure gradient (rib- 
bon) element. Where a =4 the 
two elements are equal; and 
they are out of phase for sound 
incident at 180 degrees, so 
that cancellation occurs at 
this angle. This is the condi- 
tion in the 639A cardioid mi- 
crophone. Where the value of 
a is decreased the two outputs 
are equal and opposed at two 
angles symmetrically disposed 
around 180 degrees so that 
cancellation results at these 


two angles. The exact manner in 
which the directional patterns of the 
two elements combine to yield new 
patterns with two dead zones sym- 
metrically disposed about the 180- 


DYNAMIC 


RIBBON 


COMBINATION 


Fig. 1—Three-dimensional diagram of No. 2 
directivity pattern of the 639B microphone. A quarter 
section has been removed to show more clearly the 
form of the surface. At any angle, the sensitivity is 
proportional to the length of the radius drawn to the 


surface of the solid 


degree axis is shown in Figure 2. By 
adjusting the output of the pressure 
element with respect to the pressure 
gradient element the zones of mini- 
mum sensitivity may be shifted to 


Fig. 2—Directivity patterns of the 639B six-way microphone 
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any point between go and 180 
degrees, and this feature is 
used in the six-way directional 
microphone. Three definite 
patterns were chosen for the 
new microphone because an 
arrangement to continuously 
vary the combination would 
introduce serious contact and 
noise problems in the low- 
level microphone circuit, 
whereas fixed switch positions 
provide reliable operation and 
sufficient choice of pattern for 
all practical purposes. The 
main structural details of the 
639B microphone are identical 
with those of the 639A. In the 
639B provision has been made 
for reducing the output of the 
pressure element so that all of 
the directional patterns shown 
in Figure 2 may be obtained. 
This is accomplished by con- 
necting different values of 
shunt resistance across the 
pressure element without 
breaking the main microphone 
circuit. A six-position switch 
permits the selection of either 
the moving coil or the ribbon 
elements, the cardioid combi- 
nation and the three new di- 
rectional patterns. 
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Fig. 3—Field responses of a typical 639B micro- 
phone for the six switch positions. The lower curves 
in each group contribute negligible amounts to the 


Shunting the output of the 
moving-coil element to reduce its out- 
put is all that would be necessary to 
obtain the new directional patterns in 
an ideal theoretical microphone, but 
the problem is more complicated in 
practice. Phase equalization in the 
639A was largely responsible for the 
excellent agreement of the directional 
characteristic with the theoretical 
cardioid over a wide range of fre- 
quencies. This equalization was used 
partly to compensate phase differ- 
ences arising within the elements 


themselves but also to correct the 
phase difference caused by the dif- 
ferent distance which sound had to 
travel to reach the two elements. The 
selection of new angles of minimum 
sensitivity changes the amount of 
this correction and the constants of 
the phase-corrective network were 
therefore changed accordingly. The. 
result is shown in Figure 3 where the 
response with respect to frequency for 
several angles of each directional pat- 
tern is given. The curves are nearly 
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factory service in this location. 


the additional improvement 


obtained in this trial encour- 


aged extensive probing into 


the action of these pick-up 
patterns under other condi- 


tions encountered in the field. 


A sound-reinforcement sys- 


tem was installed in the U. S. 


House of Representatives in 


January, 1939. The highly re- 


flecting marble walls and the 


shape of the auditorium made 


feedback conditions so severe 


d 


that serviceable reinforcement 
could not be used with a non- 


-105 


directional or bi-directional 


microphone without develop- 


ing “sing.” To relieve this 


situation, a 639B was em- 
ployed. Figure 4 shows the 


approximate position of the mi- 


crophones and loud speakers. 


The No. 3 pattern proved to 


be the best and permitted an 


0° 


8-db increase in sound output. 


This was 3 db more or twice 
the power obtained with the 


ad 


cardioid, which in itself was 


100 200 300 500 1000 


FREQUENCY IN CYCLES PER SECOND 


total pick-up because of the unusually high dis- 


crimination against sound arriving at these 


(Response is shown relative to 1 volt/dyne /cm?) 


parallel except in those cases where 
the sensitivity is so low as to pick 
up little if any sound. 

A 639B microphone was used in 
the public-address installation when 
Anthony Eden, British War Secre- 
tary, talked at the Waldorf-Astoria 
Hotel in New York, December 9, 
1938. Pattern 2 in Figure 2 permitted 
a 2-db increase in the sound output 
over that obtainable with the 639A 
cardioid before singing occurred. Al- 
though the 639A gave quite satis- 
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quite an improvement over 
other microphones. 

At the huge Madison 
Square Garden, indoor sports 
arena in New York, the sound- 
reinforcement problem is diffi- 

cult because the loud speakers are 
arranged so as to radiate sound equally 
in all directions and may be moved 
up and down or from one end of the 
arena to the other for different per- 
formances. A typical set-up has been 
with the microphone position at 
‘one side of the arena. This condi- 
tion gave a feedback which was best 
controlled by pattern 2. The im- 
provement was 6 db over the cardioid 
pattern which in turn was 6 db over 
that of the moving-coil setting—a 


angles. 
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total increase in power of 16 times 
that previously used. There was also 
an improvement in naturalness be- 
cause the microphone gave more 
prominence to direct over reverberant 


sound. The different pick-up pat- 


it LOUD 
SPEAKERS 


MARBLE 
WALLS 


PATTERN 3 
(639B) 


Fig. 4—Sound-reinforcement system in- 
stalled in the House of Representatives 


terns of the 639B microphone make it 
unusually well adapted to the changing 
requirements of the Garden program. 

These public-address demonstra- 
tions showed that reverberation ef- 
fects in studio pick-up could be con- 
trolled to a greater degree than here- 
tofore. This was corroborated in 
practice through the codperation of 
WOR, with a small symphonic or- 
chestra arranged as shown in Figure 
5. Pattern 3 gave as much improve- 
ment in quality over the normal 
cardioid as the latter gave over the bi- 
directional ribbon-type microphone. 
A curious subjective effect noted in 
these trials was that the bass, cleared 
of excess low-frequency reverberation, 
permitted the ear to give more atten- 
tion to other sounds, thus aiding the 
impression of definition between all 
the instruments. 

At times, an illusion of sounds dif- 
ferent from those observed at the 
microphone is wanted and elaborate 
synthetic reverberation machines have 
been constructed to create these ef- 
fects. Additional reverberation may 
be used to give an impression of space 
and distance and the 639B micro- 
phone may be employed for this pur- 
pose where studio characteristics per- 
mit. Direct sounds can be eliminated 
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entirely from the pick-up by properly 
directing the microphone and select- 
ing the desired zone of minimum 
sensitivity. This extreme may be 
modified by actually using the micro- 
phone backwards; that is, by pointing 
the smaller lobe, as in pattern 3, 
toward the source of sound. Thus, the 
various pick-up patterns in the 639B 
microphone allow reverberation ef- 
fects to be enhanced or suppressed at 
will. This new control may be useful 
in studios which are operated under 
crowded conditions. 

There is no simple way of express- 
ing completely and quantitatively the 
value of a given directivity pattern 
but analysis has shown that pattern 
2 or 3 of the cardioid family is the 
optimum one for many pick-up condi- 
tions. Choice of the pattern best 
suited to a particular acoustical con- 
dition is made very easily with the 
639B by turning a switch. Moreover, 
the performance of this microphone 
follows the ideal directivity patterns 
to an unusual degree for the entire 
frequency range from low bass to 
high treble. Consequently, a program 
may be picked up in proper balance 
while annoying problems of rever- 
beration echoes and feedback are 
effectively handled at the same time. 


STUDIO 


CONDUCTOR 


Fig. s—Studio arrangement for the pick-up 
of a small symphony orchestra. One 639B 
microphone placed at one end leaves the 
studio free for action and very considerably 
reduces the pick-up of room reverberation 
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New Voice-Frequency Electrical 
Delay Network 


By H. M. THOMSON 


Transmission Networks Development 


TRANGE as it may seem, delay 

in certain kinds of telephone 

service has been found very 
advantageous. Artificial delay in the 
form of ‘“‘delay networks” makes pos- 
sible the simultaneous operation of 
highly directional radio receiving an- 
tennas in the Musa* radio receiving 
system; it facilitates economy in oper- 
ation of the automatic record- 


and capacitances arranged to give a 
specific delay to the current passing 
through it, with as little attenuation 
as possible. The telephone current, 
which rises and falls with the sounds 
at the subscriber’s telephone, supplies 
energy to the electromagnetic and 
electrostatic fields of the coils and 
condensers. In these fields the energy 


ing oscillograph}; and it im- r 1.25 

proves the operation of trans- 2 j 99 — 

atlantic radiotelephone service § iN 
when used in connection with 43°75} 
the vodast in the control RANGE 
terminal. Sometimes extra de- | | 
lay is inserted in the form of 30.25} 
“delay equalizers” to compen- ,|_! 


sate for the occurrence of un- o 
desirable delay distortion, 


04 08 #20 24 #28 3.2 36 40 
FREQUENCY IN KILOCYCLES PER SECOND 


which is introduced by filters Fig. 1—Overall delay characteristics of four sections 


and loaded cable circuits. De- 
lay equalizers and delay net- 
works differ only in the relative 
amount of delay provided at different 
frequencies within the operating range. 
Delay equalizers, such as those used 
on long toll circuits, provide more 
delay at low frequencies than at high 
frequencies, whereas delay networks 
generally provide approximately con- 
stant delay over the operating range 
of frequencies. 

A delay network, or equalizer, is 
composed of resistances, inductances, 

*Recorp, January, 1938, p. 148. 

tRecorp, January, 1940, p. 140. 

tRecorp, November, 1927, p. 80. 
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of the new delay network 


may be stored for an appreciable time 
before it is delivered to the output 
terminals. In this way, a delay occurs 
between the receipt of the energy at 
the input and its delivery at the 
other end. 

When the development of a new 
radiotelephone control terminal was 


undertaken, a new voice-frequency 


delay network was desired which 
would be much smaller and cheaper 
than the previously existing network. 
Large economies were promised by 
the availability of new materials and 
methods of manufacture. Further 
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economy in the design of the °7 

delay network was to be 4, 

secured by tapering off the 4 / \ >| SECTIONS 

low-frequency delay about § 5 

thirty-five per cent, and the % V y | \ i" 

high-frequency delay about 7 | \ 

ten per cent of the nominal, as z o.3| N 

shown in Figure 1. This also is be ATING \ 

atransmissionstandpointsince ,,|_1 

it tends to offset the greater =a. t= 


delay at low and high fre- ©° 
quencies, relative to the mid- 
dle frequencies, in wire lines 
that may be associated with or 
connected to the radio circuit. 

The network could have been ar- 
ranged in any of several ways, because 
all configurations of inductances and 
capacitances have delay character- 


l2 c2 


L2 


Cl 


Fig. 2—Typical all-pass constant-resist- 
ance lattice section, above, and the same 
section with resistances added to both series 
and shunt arms to secure flat loss, below 
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Fig. 3—Delay characteristics of each of the four 


sections used in the delay network 


istics. The lattice type of configura- 
tion was selected, however, because it 
permits resistance elements to be 
placed in the network in such a way 
as to give a flat insertion loss with 
frequency, thus obviating the need 
for a separate loss equalizer. The 
essential elements of a lattice delay 
network of the all-pass constant- 
resistance type (one that passes all 
frequencies and has the same output 
and input impedances to all frequen- 
cies) are shown in the upper diagram 
of Figure 2. To obtain a flat loss 
characteristic, resistances are added 
to both series and shunt arms, giving 
the configuration of the lower diagram. 

Such a configuration, or section, 
gives a delay that is greatest over a 
small band of frequencies and falls off 
rapidly for higher and lower frequen- 
cies. To secure the desired delay char- 
acteristic, four sections are connected 
in tandem. Each section provides 
some delay at all frequencies within 
the voice band, but the maximum de- 
lay for each section occurs over a 
different region, as shown in Figure 3. 
At each frequency the sum of the 
delay of the four sections gives the 
total delay for the group, shown in 
Figure 1. Each network section has 
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the same configuration but different 
values of inductance and capacitance. 

This group of four sections, con- 
nected in tandem, gives a delay of 


are also equal and are wound on the: 


same core. Although the series re- 
sistances in each side are made two in 
a unit as already noted, the r5 to R8 

resistances are made as 
000 separate units because 


c4 


INPUT 


R8& 


L____. of their higher resist- 
ance values. 

The arrangement of 

the units within the 

container is indicated 


in Figure 5. The units 
TO NEXT 
pain. of one pair of sections 
Dyi4 are assembled in a 
paper casing, so that 
any pair of the eight in 
the complete network 
c3 


Li RI 
cl 
e 
L2% 
RS 
R6 
) 
cl c2 
Ll R2 


}—-- may be removed for 
L3 repair without disturb- 
ing the other section 


Fig. 4—Two sections are assembled, and the elements ar- pairs. This removal is 
ranged so that all connections are made to condenser terminals simplified by the fact 


about one millisecond. Four identical 
groups are assembled in tandem in a 
single container to form a complete 
delay network, thus providing a total 
delay of about four milliseconds. 

To simplify the network assembly 
and reduce the number of connec- 
tions, two sections are assembled as a 
unit. The resistances r1 of Figure 2 
for two adjacent sections are wound 
as a tapped unit. The pair of sections 
could thus be represented schemati- 
cally as shown in Figure 4. 

To avoid having to make splices 
between the wire leads of the coils and 
resistances, the elements in the con- 
figuration have been so arranged that 
all connections may be made at the 
terminals of the condensers, as may 
be seen in Figure 4. Moreover, the 
like-numbered condenser elements 
have the same capacitance, and are 
mounted together in the same con- 
tainer with separate terminals. The 
like-numbered inductance elements 
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that between pairs 
only two leads have to be provided. 
This is clearly illustrated in Figure 4. 


Fig. s—Arrangement of a pair of sections 


in the container. Eight such pairs form a 


complete network 
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?1925 


1929< 


Fig. 6—The small size of the new network, 1938, 
compared with the networks of 1925 and 1929 


This is the most compact and 
inexpensive voice-frequency 
electrical delay network we 
have yet developed. The 
achievement was made pos- 
sible, in spite of an increase in 
the total number of elements, 
by taking advantage of a 
number of new developments 
and techniques. Chief among 
these are: the use of twin 
paper condensers and small 
toroidal coils with cores of 
powdered molybdenum perm- 
alloy, the assembling of six- 
teen delay sections in one 
container, an arrangement of 
section elements in a schematic 
circuit that permits a simple 
mechanical and electrical ar- 
rangement of units, and by 
the departure from a _ con- 
stant delay characteristic that 
was permitted by the require- 
ments. The great reduction in 
space required is indicated in 
Figure 6, which shows an in- 
stallation of the new type of 
network adjacent to installa- 
tions of the two older types. 
Compared to the network of 
1925, there is a reduction in 
the space required of sixteen 
to one, and there is even a 
four to one reduction in space 
compared to that of 1929. 
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Unit Ventilator 


By O. C. ELIASON 
Apparatus Development 


N PROVIDING for the ventilation 

of telephone operating rooms and 

offices, the exclusion of excessive 
outside noise and dust, which are fre- 
quently encountered in industrial lo- 
cations, is an important considera- 
tion. Buildings equipped with central 
ventilating systems with duct distri- 
bution of filtered air present no par- 
ticular noise problem beyond keeping 
the windows closed. In buildings not 
equipped with central ventilating 
systems, unit ventilators are fre- 
quently used to draw air directly 
through a window or wall opening into 
the space to be ventilated. This type 
of ventilator is usually provided with 
dust filters but may admit almost as 
much street noise as an open window. 
To correct this condition and also 
meet certain mechanical and size re- 


Fig. 1—Unit ventilator for telephone oper- 
ating rooms and offices. Air is drawn in 
through a metal duct in a window frame, 
and then it is filtered and delivered to the 
room through a grill at the top of the ventilator 
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quirements a new unit ventilator has 
been developed by the Laboratories. 

This ventilator is housed in an at- 
tractive metal cabinet and mounted 
on wall brackets directly in front of a 
window. To install it, a section of glass 


Fig. 2—Two fans attached to a slow-speed 

motor draw air in through a dust filter and 

discharge it vertically into the room. A radi- 

ator 1s installed below the outlet grill if 
heated air is required 


is cut away from the lower part of the 
window and a metal intake duct, 
equipped with weather louvers, is 
fastened to the outside of the sash 
over the opening. Another metal duct 
is attached to the inside of the sash 
and coupled to the air intake of the 
ventilator by a slip joint which allows 
the window to be raised for cleaning. 
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Provision is made for installing a 
fin-type steam radiator directly un- 
derneath the grill of the ventilator, 
where it is desired to heat the incom- 
ing air. Eight hundred cubic feet of 
air per minute are delivered with a 
radiator and nine hundred cubic feet 
without it. 

To absorb outside noise the walls of 
the cabinet and the ducts are made of 
two thicknesses of metal with soft 
asbestos between them. This con- 
struction, in conjunction with rela- 
tively long air passages, deadens the 
sound enough to make the ventilators 
about as effective against noise as a 
closed window. 

A slow-speed motor with a fan 
mounted on each end of the shaft sup- 
plies the power. Rubber feet support 
the motor and effectively absorb 
motor noise and vibration. An auto- 
matic fire damper and motor shut-off 
actuated by a fusible link are pro- 
vided in the intake duct to prevent 
flames from being drawn into the 


building in case of fire in a nearby 
structure. The damper may also be 
closed or set at any desired degree of 
opening, while the ventilator is run- 
ning, by the external handle shown in 
the illustrations. 

The ventilator is regularly equipped 
with a renewable air filter which has 
to be replaced usually at intervals of 
from four to six weeks depending on 
atmospheric dust conditions. A door 
in the front provides easy access to 
the air filters and to the motor for 
oiling. The inner air passages can be 
reached for cleaning and inspection 
by removing the large front panel. 

Air is drawn in through the damper 
openings and the filter. It then di- 
vides and passes through the fans, 
thence through the ducts at the ends 
of the ventilator housing, and upward 
through the outlet grill. 

Because it is unusually narrow, the 
ventilator is especially suitable where 
aisle space is at a premium, as behind 
telephone switchboards. 


To provide a repairman’s hand test set which would be small and light 
but strong enough for the conditions of use, a new set has been de- 
veloped. It weighs only a little over one pound as compared with 
somewhat over two pounds for the present set. A rubber handle 
substantially reduces the possibility of damage to the set when dropped 
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News of the Month 


STEEL WorkK at Murray 


THE FOREMAN on the job at the Laboratories’ 
new building might say, “We are out of the 
ground.” This is a particularly significant remark 
because, with a combination of unusually heavy 
rainfall and a clay soil, the problems encountered 
this spring and early summer, in connection 
with excavation, road and foundation work, 
were very difficult. However, the erection of 
steel is evidence that these difficulties are now 
past. Early in August steel was being erected at 
the rate of about 75 tons per day, and it was 
expected that this rate would increase to about 
100 tons per day. The steel is being delivered 
directly from the fabricator’s shops in Bethle- 
hem, Pennsylvania, by truck. This permits 
synchronization of delivery and erection, pre- 
vents pile-ups and storage at the job, and reduces 
handling to a minimum. Present indications 
point to substantial completion of the building 
frame by the middle of September. Construction 
of the floor slab and wall sections will follow im- 
mediately. Foundations for the roads from the 
main highway to the building site are now 
complete, so that material can be delivered 
directly to the point of use. Approximately 200 
men are now working at the site. The mechanical 
equipment consists of tractor-drawn scrapers, 
power shovels, trench diggers, steel-handling 
cranes, and trucks. 


News Nores 


On Jury 24, F. B. Jewett officially opened 
the extensive exhibition of the scientific achieve- 
ments of Leonardo da Vinci recently placed in 
the New York Museum of Science and Industry 
at Rockefeller Center. 

“PEDRO, THE VoDER” was the subject of a 
recent television broadcast at the RCA Exhibit 
at the New York World’s Fair. Those partici- 
pating in the broadcast were Miss Dorothea 
McMahon, voder operator, and F. G. Potter, 
voder interlocutor, of the Bell Telephone Exhibit, 
and S. S. A. Watkins of the Laboratories who was: 
responsible for the development of the Voder 
Demonstration and training of the operators. 

K. K. Darrow has been appointed visiting 
Professor of Physics on the William Allan Neilson 
Foundation at Smith College for the second 
semester of the 1940-1941 year. 

At A MEETING of the American Chemical 
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Society, held in Detroit from September 9 to 13, 
C. S. Fuller presented a paper written jointly 
with W. O. Baker and N. R. Pape entitled 
Crystalline Behavior of Linear Polyamides. 

J. R. Pierce discussed Rectilinear Electron 
Flow in Beams and W. R. Bennett presented a 
paper written jointly with S. Doba, Jr., Vario- 
Losser Circuits, at a joint meeting of the I.R.E. 
and A.I.E.E. held in Los Angeles from August 
28 to 30. 

R. A. Hetsina’s address, What the Institute 
Does for Its Members, delivered before the Pacific 


Pole-mounted repeaters at Neillsville, on the 

route of the coaxial cable between Stevens Point 

and Minneapolis. The repeater used for the 

“regular” system is contained in one box and 
that for the alternate in the other 
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Several thousand kilowatts are dissipated in this “fault” 
On a 140,000-volt power line staged by engineers in a study 
related to telephone protection practices 


Coast convention of the I.R.E., was published in 
the June issue of the Institute’s Proceedings. 

AN ARTICLE ENTITLED High-Gain Amplifier 
for 150 Megacycles, by G. Rodwin and L. M. 
Klenk, was published in the June issue of the 
Proceedings of the I.R.E. 

N. Y. PriessMman and M. WuirTEHEAD visited 
the Sprague Specialties Company at North 
Adams, Massachusetts, to discuss improvements 
in. the methods of manufacturing electrolytic 
condensers. 

C. A. WesBBer and R. T. Staptes, at Point 
Breeze, conferred with Western Electric engi- 
neers on cord design problems. 

R. B. Bauer and O. S. MEscu visited a central 
office at New Haven to study the replacement of 
contact points in the field. 

R. V. Terry made two trips to the Standard 
Electric Time Company at Springfield, Massa- 
chusetts, on problems relating to stop clocks 
which are to be used in service observing. 

I. L. Hopkins made two visits to Hawthorne 
on matters pertaining to materials used in the 
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manufacture of terminal strips. 

J. H. Wapbe t, also at Haw- 
thorne, made photographic meas- 
urements of step-by-step bank 
terminals. 

C. H. WHEELER visited several 
new crossbar offices in Washing- 
ton and vicinity in an investiga- 
tion of line relays. 

CENTRAL OFFICES in Cam- 
bridge, Newton and Lynn, Massa- 
chusetts, were visited by H. L. 
Coyne, R. E. Hersey and H. V. 
Wadlow for the purpose of ob- 
serving terminal strips of the 
recently installed crossbar system 
in these cities. 

M. H. Cook, M. W. Lane and 
L. A. BarTELHEIM of the Haw- 
thorne plant of the Western 
Electric Company visited the 
Laboratories in connection with 
engineering questions on step-by- 
step apparatus. 

F. E. Henperson, also of 
Hawthorne, visited the Labora- 
tories to discuss problems on coil 
developments. 

At Hawrtuorne, C. E. Boman 
discussed various manufacturing 
problems and F. W. Treptow 
discussed multi-contact relay and 
crossbar switch wiring and pro- 
tection problems. 

G. D. Ipsen visited the General 
Electric Company at Schenectady 
in connection with modifications 
in the teletypewriter switching system that has 
been recently installed there. 

J. H. Sote was in Lynn and Fort Wayne on 
alternators, charging sets and general power 
designs, at Cleveland on engine generators and 
diverter pole machines, at Atlanta and Rome on 
power machine problems and at Albany on volt- 
age regulators. 

V. T. CaLtaHan discussed engines at Pitts- 
burgh, Detroit, Canton and Lansing. 

D. C. Meyer and A. D. Know ton, with 
representatives of the Long Lines Department 
of the A. T. & T., visited the new type-K repeater 
stations between Westport and West Haven, 
Connecticut. 

R. E. Hersey spent a week in Cambridge, 
Massachusetts, to observe at the cutover of the 
Prospect-Somerset crossbar office. 

O. H. Wituirorp is at Cleveland to remain 
until after the cutover of Shadyside-Florida 
crossbar office. 

E. M. Sraptes spent about ten days in Akron 
in connection with voice-frequency dialing tests. 
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DurinG THE MONTH of August the following 
members of the Laboratories completed twenty 
years of service in the Bell System: 


Research Department 


M. E. Fultz C. F. Larkin 
A. E. Melhose 
Apparatus Development Department 
A. H. Volz M. A. Warren 
Systems Development Department 
R. S. Alford W. E. Reid 
H. J. Fisher Donald Robertson 
R. C. Hersh A. G. Scharwachter 
A. V. Loog J. B. Worth 
L. F. Wright 


Patent Department Bureau of Publication 
Miss Elizabeth McKewen A. R. Thompson 
General Accounting General Service 

C. E. Flaig Miss Lillian Nuhn 

Commercial Relations Department 
Miss Mary K. Corkery 
Plant Department 


Walter Clarner Gilbert Haege 
C. M. Darienzo A. M. Nicholson 


A TRIAL OF SWITCHING equipment for the 
type-J carrier system between Whitewater, 
California, and Oklahoma City has been carried 
on by H. G. Jordan, J. T. O’Leary, L. C. Roberts 
and H. A. Wenk. 

Durinc Jury, H. O. Wright was at the Patent 
Office in Washington relative to 
routine patent matters. 

R. J. GuENTHER appeared be- 
fore the Board of Appeals at the 
Patent Office in connection with 
applications for patent. 

THE LaBorRATORIES WERE rep- 
resented in interference proceed- 
ings at the Patent Office by E. V. 

Griggs before the Primary Ex- iB 
aminer and by QO. E. Rasmussen ~ 
before the Examiner of Inter- 


ferences. 


L. S. O’Roark, in a talk before eae 
the Morristown Kiwanis Club on Re 
July 18, described several of the 
more important developments [gaa 
that have been carried on at the = 
Laboratories. 

AN INVESTIGATION hard- 


A SPECTROSCOPY CONFERENCE at Massachu- 
setts Institute of Technology was attended by 
A. E. Ruehle, E. K. Jaycox and C. W. Tucker. 

L. A. Wooten presented a paper, Micro-Gas 
Analysis Methods and Their Application to 
Research, before the symposium on analytical 
tools held by the American Society for Testing 
Materials and the American Chemical Society 
at Atlantic City on June 27. 

M. D. RicTerink attended the Summer 
School of Ceramics given by the Massachusetts 
Institute of Technology during the week of 
July 22. 

DuRING THE LATTER part of June, Harvey 
Fletcher and R. Biddulph visited the West 
Coast to demonstrate stereophonic recording for 
Electrical Research Products in Hollywood. 

At Hawruorne, R. M. Bozorth, R. A. Cheg- 
widden and J. A. Ashworth discussed problems 
connected with the development of magnetic 
materials. 

J. R. Witson and V. L. Roncr visited the 
General Electric Company in Schenectady on 
July 11 and 12 to discuss vacuum tubes. 

Durine Jury, R. H. Colley, G. Q. Lumsden 
and A. H. Hearn continued experimental 
greensalt treatment of southern pine, lodgepole 
pine, Douglas fir and western red cedar poles at 
Spartanburg, South Carolina. 

A. B. Crark and D. A. Quar_es, with G. G. 
Jones and W. J. Lempke of Long Lines Depart- 
ment, inspected the Stevens Point-Minneapolis 


rubber terminal blocks took T. F. — ; 


Egan, R. L. Slobod and H. W. 
Hermance to crossbar offices of 
the Illinois Bell Telephone Com- 
pany in Chicago. Mr. Hermance 
also made a similar investigation 
in a central office of The Ohio Bell 
Telephone Company in Akron. 
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A coéperative study of inductive codrdination: through the 
big transformer and a gas-tube timing circuit a very brief 
short circuit is applied to a power-distribution system, and its 
effect is measured on circuits in a nearby telephone cable 
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C. B. 


of the Outside Plant Develop- 
ment Department completed 
thirty years of service in the 
Bell System on August 8 


coaxial installation during the first week of July. 

D. RosBertson was in Boston in connection 
with a field trial of a compandor on the type-K 
carrier circuit. 

DvuRING THE MONTH of July several members 
of the Transmission Development Department 
were in the field in connection with tests on the 
experimental installation of the three-megacycle 
coaxial system between New 
York and Philadelphia. A. R. 
Kolding, J. P. Ferrigni, D. S. 
Barlow and R. J. Shank were 
at Philadelphia testing the 
television circuit used for the 
Republican convention. M. M. 
Bower, S. T. Brewer, B. H. 
Nordstrom, J. D.  Sarros, 
M. M. Jones, C. F. Boeck, 
W. H. Tidd and N. C. Young- 
strom were at Philadelphia 
arid Princeton making overall 
transmission tests. K. E. 
Gould, F. A. Morris and G. R. 
Frantz were at Philadelphia 
measuring overall envelope de- 
lay between Convention Hall 
and the coaxial terminals at 


Philadelphia. H. H. Benning 


H. G. BANDFIELD 


of the Patent Department 

completed thirty-five years of 

service in the Bell System 
on the fifth of July 


Benning and F. A. Janiszewski. 

B. J. Kinspurc spent the 
first two weeks of July at 
Kearny observing the testing 
of terminal amplifiers for the 
coaxial carrier system. 

R. J. HEFrner attended the 
annual convention of the So- 
ciety for the Promotion of En- 
gineering Education held at 
Berkeley, California, from 
June 24 to 28, inclusive. At 
the second general session of 
the Convention, he discussed 
a paper presented by Professor 
J. W. Bangs of Cornell Uni- 
versity on Promise: Its De- 
velopment and Discovery in the 
Young Engineer. 

* * * 

S. P. SwHackieton, Toll 
Maintenance Engineer of the 
Switching Engineering De- 
partment, completed a quarter 
century of service in the Bell 
System on the second of Au- 
gust. Mr. Shackleton received his B.S. degree from 
the University of Michigan in 1915 and then 
joined the Engineering Department, later the De- 
partment of Development and Research, of the 
American Telephone and Telegraph Company 
where he worked on the development of tele- 
phone repeaters. During the World War he had 
a varied experience which consisted of the 


conducted a tour of the system. 

TRANSMISSION TESTS on the 
coaxial cable between Stevens 
Point and Minneapolis were 
made by J. F. Wentz, H. J. 
Fisher, G. B. Engelhardt, H. H. 


[iv] 


O. A. FriEND 
of the Switching Engineering 
Department completed thirty 
years of service in the Bell 
System on August 8 


H. W. Baker 


of the Switching Development 

Department completed thirty 

years of service in the Bell 
System on August 8 


September 1940 


i 
% 
— 
Lot: 


development ot telephone re- 
peaters for use in France and the 
training of British and French 
Army officers in their use, the 
development of PBX and toll 
circuits for army cantonments, 
and toll equipment installation 
and maintenance work in the 
field including circuits for the 
U. S. government in Philadel- 
phia, Baltimore, Washington 
and other cities in the East. 
From to 1923 Mr. 
Shackleton spent much of his 
time in the field in connection 
with the development of 135- 
cycle and voice-frequency sig- 
nalling; the unloading of the 
central transcontinental line and 
the addition of repeaters; termi- 
nals and equipment for the sub- 
marine cables to Santa Catalina Island and to 
Havana; and the development and field trial at 
Princeton of the 22-A-1 telephone repeater. He 
also participated in the early tests on broadcast- 
ing and loud speakers. In 1923 he was placed in 
charge of the repeater and toll testboard group 
of the equipment development section of the 
D & R to which toll maintenance was added in 
1927. Six years later he was responsible for the 
equipment development phases of carrier re- 
peaters, radio and signalling and when the D& R 
was consolidated with the Laboratories in 1934 
he continued these responsibilities in the Toll 
Line Facilities Department. A year later he 
transferred to the Central Office Switching 
Development Department where he had charge 
of switchboard circuit development. Since 
1937 Mr. Shackleton has been Toll Main- 
tenance Engineer of the Switching Develop- 


S. P. Shackleton 


ment Department, concerned 
with maintenance requirements 
and the formation of practices 
used in the field for toll switch- 
boards and toll signalling. He is 
also responsible for the develop- 
ment requirements of toll test- 
boards. 
* * * 

A FIVE-STAR EMBLEM, signify- 
ing the completion of twenty- 
five years of service in the West- 
ern Electric Company and the 
Laboratories, was presented to 
R. J. Podeyn on the thirtieth 
of August. Mr. Podeyn’s first 
contact with the Bell Sys- 
tem was in 1905 when he was 
with the Western Electric Com- 
pany for a period of about nine 
months. In 1916 he joined the 
Engineering Department and engaged in drafting 
work on by-products such as home refrigeration 
apparatus and a touch-tone system to enable the 
blind to read. The World War interrupted this 
work and Mr. Podeyn was transferred to the 
group designing apparatus for government uses, 
such as field telephone equipment, including a 
portable PBX, a coil to intercept submarine cable 
messages, and a submarine detection apparatus. 

Following the war Mr. Podeyn was assigned 
as a design draftsman to what is now the Trans- 
mission Apparatus Development Department 
where for the next nine years he was concerned 
with the development of hand-set moulding 
apparatus; the elimination of amplified mechani- 
cal noises in sound-recording equipment; the 
design of some of the early crossbar switch 
equipment; and the design of special laboratory 
testing apparatus and tool equipment for the 


MEMBERS OF THE LABORATORIES TO WHOM Patents WERE IssuED 
Durinc THE Month oF JULY 


j 


L. H. Allen W. W. Cramer S. B. Ingram W. A. Rhodes 

A. E. Bachelet A. M. Curtis R. FE. King (2) G, J. Seltzer 

D. P. Barry J. Davidson, Jr. (3) F. S. Kinkead W. Shockley 

U. S. Berger K. H. Davis W. J. Lally B. H. Simons 

R. Black, Jr. S. Doba, Jr. R. F. Lane P. C. Smith 

D. G. Blattner E. B. Ferrell W. H. Matthies P. H. Smith 

A. R. Bonorden (2) J. C. Field L. A. Meacham G. C. Southworth 
N. Botsford A. L. Fox A. E. Melhose (2) M. A. Specht 

J. H. Bower J. J. Gilbert O. R. Miller (2) C. C. Taylor 

E. T. Burton O. M. Glunt R. C. Newhouse (2) A. Weaver 

A. J. Busch F. Gray F. R. Norton H. W. Weinhart 
C. J. Christensen V. J. Hawks H. Nyquist (2) J. M. West 

I. E. Cole J. R. Hefele J. R. Pierce (2) I. G. Wilson 

S. I. Cory W. H. C. Higgins D. A. Quarles J. C. Wright 

T. H. Crabtree S. B. Wright 
September 1940 [v] 


| 
i 


R. J. Podeyn 


precision shop. In 1928 he became a supervisor 
responsible for the drafting work in connection 
with subscriber sets, telephone booths, coils, 
resistances, ringers, relays and similar equip- 
ment. Since 1938 Mr. Podeyn has been engaged 
in special checking work in the Apparatus De- 
velopment Department. 

J. T. L. Brown, who completed twenty-five 
years of service with the Western Electric Com- 
pany and the Laboratories on the twenty-eighth 
of June, graduated from the College of the City 
of New York with a B.S. de- 
gree in 1915. He immediately 
joined the telephone instru- 
ment group of the Engineering 
Department of the Western 
Electric Company. In 1916 he 
took a special student course 
in shop and installation work. 
During the World War he 
worked on the development of 
various instruments for sub- 
marine detection. 

Following the war Mr. 
Brown continued work on 
telephone instruments, and has 
been responsible for the de- 
velopment of a large part of 
the testing equipment used for 
commercial inspection of trans- 
mitters, receivers, hand sets, 
microphones and loud speakers. 


J.T. L. Brown 


B. P. Hamilton 


istics of telephone instruments. In April, 19309, 
Mr. Brown transferred from the Transmission 
Instrument Development Department to the 
Circuit Research Department where he has since 
been engaged in the design and development of 
voice-operated devices. 

* 

Arrer B. P. Hamitton received his E.E. 
degree from Columbia University in 1913 he 
taught there as an assistant in Electrical Engi- 
neering for two years. One summer was spent 
with the General Electric Company on testing 


A. W. Horne 


He was also concerned with 
the development of laboratory 
testing equipment and in car- 
ryingon comprehensive studies 
of the transmission character- 
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J. T. Burrerrie.p 
of the Switching Apparatus 
Development Department 
completed thirty years of Bell 
System service on August 1 


of the Switching Development 

Department completed forty 

years of service in the Bell 
System on August 7 
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Coéperating with the power company, J. M. Dunham and O. D. 
Grismore measure the ratio of a coupling device used to connect an 
automatic surge recorder to a transmission line to 


work. He then joined the Engineering Depart- 
ment of the American Telephone and Telegraph 
Company, which became the Department of 
Development and Research in 1919. Mr. Hamil- 
ton’s twenty-five years of service in the Bell 
System, which he completed on the second of 
August, has been devoted continuously to the 
development of telegraph systems in which field 
he has made many valuable contributions as 
attested by the twenty-three patents that have 
been issued under his name. His first work was 
on the equipment design, and later field tests 
carried on between Chicago and Maumee, Ohio, 
in 1917 and 1918, of a high-frequency carrier- 
telegraph system. He was also associated with 
the first commercial installation of this system 
between Harrisburg and Chicago in 1919. From 
1921 to 1924 Mr. Hamilton handled much of the 
equipment design and field testing of the metallic 
and carrier-telegraph portion of the Key West- 
Havana submarine cable; the transcontinental 
carrier-telegraph system, particularly the section 
between Chicago and Oakland, California; and 
the application of voice-frequency carrier tele- 
graph to toll systems in general. 

From 1924 to 1930 Mr. Hamilton was prin- 
cipally engaged in modifications and redesign 
of both the high-frequency and the voice- 


frequency carrier-telegraph systems. Since 1930: 


he has been engaged in the general improvement 

and development of all types of carrier-telegraph 

systems and the application of voice-frequency 

telegraphy to C, J, K, and L carrier systems. 

On THE sixTH of August Paul Pflug of the 

Plant Department retired from active service. 
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Mr. Pflug joined the En- 
gineering Department of 
the Western Electric 
Company in 1917 and 
has since then been a 
pipefitter in the building 
shop. Many building 
changes have taken place 
during his twenty-two 
years of service and he 
has been involved in the 
majority of them. After 
the generating plant was 
discontinued in 1923 and 
power was purchased ex- 
tensive changes were re- 
quired in the engine and 
boiler room piping sys- 
tem. A few years later 
Sections B and C of the 
building were changed 
over from hot-air heating 
hot-water heating 

which necessitated the 
installation of an extensive system. At about this 
time the central heating equipment in the base- 
ment was completely renovated. On these and on 
numerous other building modifications Mr. Pflug 
has had an excellent record of performance. 


Paul Pflug 


Oscar Kummer of the Transmission Apparatus 
Development Department received a B.E.E. 
degree from Cooper Union last June. 

J. W. Brusaker visited the No. 12 switch- 
board installation at Pulaski, Virginia, to observe 
the operation of circuits connecting to the 
associated 355-type unattended dial office. 

H. W. Nytunp visited Newark and Plainfield 
during July to test and adjust an experimental 
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installation of 48-volt repeaters at these points. 

W. B. Caraway is in Detroit giving a com- 
mercial demonstration of the loud speaking 
telephone conference system. 

E. B. Mecuiinc, at Jersey City, measured 
noise effects of common charge and discharge 
buses for certain exchange power plants. 

J. Matietr and L. B. Hocucrar have gone 
to Adrian, Texas, to make noise and crosstalk 
tests on the initial installation of the Amarillo- 
Tucumcari cable. 

C. H. Gorman, Jr., has gone to Phoenixville, 
where he will join E. F. Vaage, R. W. Marshall, 
and C. O. Cross in high-frequency tests on open- 
wire lines. Miss E. M. Rentrop has returned from 
Phoenixville. 

+ & 

H. G. Coker or the General Accounting De- 

partment, with over twenty-two years of service, 


died on July 31. Mr. Coker entered the Account- 
ing Branch of the Western Electric Engineering 
Department as a clerk in 1918. Three years later 
he joined the billing section of the Accounting 
Department where he was engaged in pricing 
and cost analysis. In 1923 he transferred to the 
classification section of the plant and expense 
accounting group where he was concerned with 
the classification of bills and vouchers to the 
various types of expense. Since 1926 he had been 
in the Voucher Department. His first work here 
was in connection with adjustments of outside 
supplier accounts. He then was placed in charge 
of the group responsible for the preparation of 
all Laboratories disbursements. 

Witu1aM Ocejo, who joined the Laboratories 
in 1931, died on July 20. Mr. Ocejo was engaged 
as a helper in the restaurant. 


H. G. Coker, 1900-1940 


William Ocejo, 1905-1940 


ail 


Synchronized 
FM 


Transmitter 


By W. H. DOHERTY 
Radio Development 


HE first of a 

line of Western 
Electric broad- 

cast transmitters em- 
ploying wide-band fre- 
quency modulation is 
now in production. 
Known as the 503A-1 
radio transmitting 
equipment, it is de- 
signed to meet the for- 
ward-looking require- 
ments of this mode of 
transmission, for which 
high standards of per- 
formance are being set 
up, and it embodies a 
number of new and 
interesting technical 
developments which 
have emanated from 
various departments 
of the Laboratories. 
Frequency modula- 
tion presents a new fundamental 
problem in that any source of oscil- 
lations stable enough to hold the mean 
or carrier frequency within the desired 
limits will be too stable to permit the 
wide variations in frequency neces- 
sary for modulation. It follows that 
the crystal oscillator or other fixed- 
frequency standard cannot be used 
directly as the source of the oscilla- 
tions, but must be associated with the 
system indirectly in a monitoring 
role, through some mechanism which 
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will ignore the rapid frequency changes 
accompanying modulation, and re- 
spond only to variations in the mean 
frequency. This is done in the new 
transmitter by a method known as 
Synchronized Frequency Modulation. 
_ In this system the carrier wave is 
generated and frequency-modulated 
at one-eighth of the final output fre- 
quency (at 5 megacycles, for example, 
for a 40-megacycle carrier) and the 
final frequency is obtained through 
frequency doublers. A portion of the 
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modulated 5-megacycle signal is ap- 
plied to a series of frequency divider 
stages which shrink the spectrum by a 
factor of 2", or 1024, giving a fre- 
quency of about 5,000 cycles with 
variations of only a few cycles as com- 
pared to variations of many kilocycles 
in the transmitted wave. This low- 
frequency wave is then compared 
with a precise low-frequency crystal 
standard in a modulator that pro- 
duces a rotating magnetic field whose 
speed and direction of rotation cor- 
respond to the amount and sense of 
the frequency difference. Due to the 
dividing process, the rotation is slow 
enough so that a small armature, 
geared to the tuning condenser of the 
s-megacycle modulated oscillator, 
readily follows the field and comes to 
rest when exact synchronism is at- 
tained. The variations due to fre- 
quency modulation occur at an audio 
rate, and result only in a slight oscil- 
lation of the field, which is not fol- 
lowed by the armature because of its 
inertia; even the slightest change in 
mean frequency, however, produces a 
continuous rotation of the field and is 
corrected at once. So effective and 
immediate is the control that if the 
output frequency of the transmitter 
were to depart by as much as four 
hundred kilocycles from its assigned 
value, it would be returned to exact 
synchronism in a few seconds, even 
. in the presence of continuous fre- 
quency modulation by an applied 
audio signal. 

There is thus provided a method of 
frequency control that amounts es- 
sentially to a cycle-counting scheme, 
wherein the mean frequency, or total 
number of cycles occurring in a sec- 
ond, is maintained constant even 
though wide variations occur in the 
distribution of cycles over the interval. 

The frequency divider which makes 
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this method of control possible is a 
comparatively new communication 
tool employing the principle of re- 
generative modulation, whereby an 
exact submultiple is derived directly 
from the original frequency, with its 
variations reduced in proportion. 

The frequency-modulation circuit 
employs a balanced oscillator and 
balanced reactance control tubes, with 
several circuit refinements that give 
extremely low distortion and wide 
frequency response. 

The low-frequency crystal oscillator 
is of a newly developed type having 
the same per cent stability as is ob- 
tained in the best low-temperature 
coefficient crystals used in the stand- 
ard broadcast band. Since the per 
cent stability afforded by this method 
of frequency control is identically 
that of the crystal oscillator itself, 
unaffected by changes in gain of 
vacuum tubes or the frequency char- 
acteristics of associated circuits, the 
transmitter requires no temperature 
control of any kind. 

The control motor itself has been in 
successful use for some years with fre- 
quency-synchronization equipment* 
designed for other purposes. 

The 503A-1 is a 1000-watt trans- 
mitter housed in a single cabinet of 
modern design, similar to that used 
for the recently developed 1000-watt 
standard broadcast transmitter.} The 
photographs on these pages, taken of 
the advance model built at the Whip- 
pany Laboratory, illustrate many of 
the important details of its construc- 
tion. The approaching expansion in 
FM broadcasting is expected to find 
503A-1 equipments located in a large 
number of stations where the utmost 
is desired in mechanical design, ap- 
pearance, and performance. 

*Recorp, July, 1938. 

tRecorp, September, 1939. 
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All the operating and tun- 
ing controls on this equip- 
ment are protected from 
accidental handling and 
dust by the two side doors, 
which may be opened at 
any time. The cabinet ex- 
emplifies the trend of con- 
temporary styling 


When the main front door is 
opened, automatically removing 
all dangerous voltages, the vac- 
uum tubes and numerous other 
components are available for in- 
Spection or maintenance 
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View of the interior with rear doors 
open. Note the location of bulky 
apparatus on the heavy bottom 

plate. A spun-glass filter in one of 
the rear doors prevents the entrance 
of dust. A small blower provides 
forced-air cooling of the top com- 
partment where the power amplifier 


equipment 1s located 


The side view with cabinet removed illus- 
trates the method of construction; nearly 
all apparatus, including control panels and 
meters, is mounted on a central structure 
over which the cabinet may be slipped 
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Front view with cabinet removed and 
all apparatus exposed. Just below 
the meters, the two 357A tubes in the 
1000-watt amplifier are seen, with 
the roller-type variable coils used 
in tuning. Note two small test 
meters on the side panels, for check- 
ing plate currents on the various 
individual tubes 
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From the rear, details of the frequency 

modulation panel and frequency di- 

vider panel may be seen at the right 

with covers removed. On the left side 

is mounted a voltage regulator, operated 

manually from the front of the trans- : 

mitter, for accommodating power line - 
voltages from 190 to 250 volts 7 


| 
— | 25 
: 


T CERTAIN high-speed man- 
ual tandem switchboards, such 
as the 3B toll switchboard re- 

cently described,* incoming trunks 
have, in the past, been permanently 
wired to single-ended cords. The 
operators are connected automatically 
to their respective cord circuits to 
answer a call, and they establish the 
connections simply by lifting the 
single plug of the cord circuit and in- 
serting it in the jack of the line that 
has been requested. 

The permanent association between 
the trunk and cord circuits meant, of 
course, that to give service on all the 
trunks originating in various distant 
offices, every position at the switch- 

*Recorp, Dec., 1939, p. 104, and Feb., 1940, p. 167. 
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Toll Crossbar 
Call-Distributing 
System 


By J. MESZAR 
Toll Switching Development 


board had to be continuously 
attended by an operator. Ex- 
cept during a few busy hours, 
there is not enough traffic to 
justify this, and various meth- 
ods have been used to effect 
adjustment. These included 
the restriction of the use of 
certain trunks by the originat- 
ing operators to periods when 
the associated switchboard po- 
sition was covered; or the 
grouping of several switch- 
board positions together so 
that one operator could estab- 
lish connections at any one 
of them. The first method re- 
quires considerable co6rdina- 
tion between operating groups of the 
various originating offices and the 
switching toll office; the second ne- 
cessitates the patrolling by one oper- 
ator of a number of positions. 

Both of these difficulties are com- 
pletely eliminated by the new call- 
distributing system. This is a me- 
chanical switching arrangement fitted 
between the incoming trunks and the 
cord circuits to associate, automati- 
cally, any trunk on which a call 
arrives with an available cord circuit 
of any idle operator. This association 
is maintained only for the duration of 
the call. It is obvious that with such 
a system all the trunks are always 
usable at the originating offices, and 
still only enough positions need be 
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operated at the switching toll office 
to take care of the combined call-load 
at a given time. Furthermore, if any 
cord circuit can be associated with 
any trunk for the duration of a call, 
only enough cords need be installed 
to take care of the maximum simul- 
taneous call load of the office. In 
general, this efficient use of the cord 
circuits results in substantial econo- 
mies by reducing the number of cord 
circuits and switchboard positions. 
In some actual installations 100 cord 
circuits suffice for as many as 600 
trunks. Finally, call distributing ef- 
fects an improvement in the speed of 
service, because each incoming call is 
automatically steered to an operator 
who can serve it immediately. 

This new distributing system uses 
the crossbar switch as its basic appa- 
ratus. The operating speed and re- 
liability of this switch, together with 
its precious-metal relay-like contacts, 
make it eminently adaptable for 
switching on toll circuits, where— 
because of the frequent presence of 
sensitive voice amplifiers — contact 
variations are extremely objection- 
able. The switch used is of the ten- 
vertical type, like that used with the 
755 PBX,* but the switches are 
mounted in bays each with ten pri- 
mary and ten secondary switches, like 
the line-link bayf of the crossbar 
central-office system. Supplementary 
primary switches may also be used, 
as in some central offices. The incom- 
ing trunks are connected to the verti- 
cals of the primary switches, and the 
cords to the horizontals of the secon- 
daries, so that each bay can accom- 
modate 100 cords and 100 or 200 
trunks depending whether or not 
supplementary bays are used. The 
arrangement of the links between 


*RecorpD, June, 1938, p. 
TRecorp, May, 1939, p. 266. 
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primary and secondary switches dif- 
fers slightly from that of the central- 
office line-link bays* in that they run 
from horizontals of the primary 
switches to verticals of the secon- 
daries, but is like that of the line-link 
frames in that each primary switch 
has one link to each secondary switch. 
The arrangement is shown in Figure 1. 

Since there are 100 horizontals on 
the ten secondary switches of one bay, 
each bay will accommodate 100 cords. 
Where more cords are needed, addi- 
tional switching frames will be re- 
quired. The arrangements and size of 
each installation are very flexible, but 
practical considerations have led to 
limiting the maximum size of a sys- 
tem to twenty operators’ positions, 
each of fifty cords. Where more than 
twenty positions are needed, a second 
system will be installed. The hori- 
zontals of the secondary switches of 
each frame are distributed over all the 
positions, and thus with twenty posi- 
tions, each frame will connect to five 
cords at each position. Ten frames are 
thus required to accommodate the 
1000 cords of a full twenty-position 
system. Ten frames, however, will 
accommodate only 1000 trunks—or 
2000 if supplementary primaries are 
used—while to keep the cords loaded, 
many more trunks may be required. 
Provisions are made therefore for 
multipling each cord to two or three 
different frames. 

For convenience of control the sys- 
tem is divided into “groups,” each of 
100 cords, and each group may serve 
from 100 to 600 trunks, depending on 
whether supplementary primaries are 
used and whether the cords run to 
only one frame or are multipled to 
two or three. The possible arrange- 
ments of a system are indicated in 
Figure 2. The basic unit is the group 

*Recorp, March, 1939, p. 217. 
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of 100 cords. Calling the number of 
switchboard positions N, where N is 
not greater than 20, each group of 
cords will be distributed over the 
switchboard to give 100+N to each 
position. Since each position has 50 
cords, there will thus be required 
5§0+100/N, or N+2, groups for the 
complete system. At the trunk end 
each group of 100 cords is connected 
to one, two or three frames, and each 
frame may or may not have supple- 
mentary primary bays. Since each 
group of 100 cords may serve from 
100 to 600 trunks, a fully equipped 
system of twenty switchboard posi- 
tions, with a total of 1000 cords, will 
take care of from 1000 to 6000 trunks. 

The control equipment for this 
crossbar call-distributing system, like 
that for the central-office system, is 
designed to work on a unit basis. Only 
one call is handled at a time, but the 
handling time is only a very small 
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fraction of a second so that the calls 
are handled just about as fast as they 
come in, and in approximately the 
same order. The control equipment 
consists of three major units: a group 
allotter, a position allotter, and a link 
allotter. There is only one group and 
one position allotter for an entire sys- 
tem, but there is one link allotter for 
each group, which as may be seen 
from Figure 2 may include one, two 
or three frames. 

When calls come in, they operate 
relays in the group allotter which indi- 
cate which group of frames is entitled 
to the next operator assignment, and 
lock out all further calls until this one 
has been handled. The group allotter 
then starts the position allotter, which 
selects a position that has an idle 
operator. The position allotter then 
sends a signal to the link allotter 
serving the group indicated by the 
group allotter to establish the connec- 
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Fig. 1—Connections of links and cords for the crossbar call-distributing system 
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tion. Both group and position allotters 
are then released to serve the next 
call. The link allotter performs a 
function much like that of the marker* 
in the central-office system. It selects 
an idle cord at the position selected by 


the position allotter 
which can be reached 
by the calling trunk 
through an idle link on 


The manner in which this allotting’ 
is accomplished is indicated in Figure 
3, which shows part of the circuit of 
the group allotter in simplified form. 
Each group has a set of three relays— 
AG, MG, and HG—and an incoming call 
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no waiting calls on 
some of the groups, 
these groups would be 
passed over until their 
next turn. The position allotter per- 
forms very similar functions for the 
positions, and its circuit in its broad 
features is similar to that of the 
group allotter. It thus serves to dis- 
tribute the calls among the operators so 
that no one receives an excessive load. 
*REcorD, June, 1939, P. 327. 
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Fig. 2—Schematic indication of possible arrangements of 


crossbar call distribution 


in any group places a ground on the 
‘‘a” lead for that group. If there is at 
least one idle operator who has idle 
cords, this ground will be extended to 
the windings of the ac and uc relays 
of that group. If this call comes in on 
an intermediate group, for example, 
and none of the u¢ relays to the left of 
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this group is operated, the ground will 
be extended, through the winding of 
HG and back contacts on the HG relays 
to the left of it and on the common 
GH and GR relays, to the winding of 
HM, and HG and HM will both operate. 
In opening its lower back contact, HG 
opens the operating circuit of all Hc 
relays to the right of it. Through its 
upper front contact, it holds itself in 
series with ac and cu, which also 
operate, and in opening its upper back 
contact, it opens the holding circuit of 
all HG relays to the left of it. The oper- 
ation of ac brings in Mc, which holds 
itself in through a front contact of 
HM, and at the same time operates Gr. 
Operation of mc also opens the circuit 
to the operate winding of Hc, which 
is held in by its hold winding in series 
with AG, GH, and HM. 

It will be noticed that while several 
calls may have come in at the same 
time, the first HG relay to operate 


would block the operation of all HG 
relays to the right of it, and while an 
HG relay to the left of it could operate, 
its holding circuit would be open at 
the upper back contact of the first 
operated uc relay, and the operating 
circuit of the HG relays to the left 
would be opened when GH operated. 
Thus only one ue relay will remain 
operated, and those that operate 
momentarily—to the left of the first 
operated HG—will not operate their 
AG relay. Thus uc selects and Ac indi- 
cates the particular group to be 
served next in the system. 

When ac operated, it placed a 
ground obtained from the front con- 
tact of GH onto the B lead, and this 
ground acts on the position allotter 
much as the ground on the a lead does 
on the group allotter. After the posi- 
tion allotter has selected an avail- 
able position for the group, it opens 
the ground on the a lead to the group 
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Fig. 3—Simplified schematic of the group allotter 
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allotter, signals the link allotter of the 
group to establish the connection to 
this position, and then releases itself. 
The group and position allotters can 
then proceed with the next call. 

When the ground is removed from 
the a lead of the group allotter, the 
series circuit including the windings 
of AG, HG, GH, and HM is opened, and 
AG, HG, and GH release at once. HM is 
a slow-release relay, however, and if 
other calls are waiting allotment, 
some other HG relay will operate and 
hold uM before it has opened. So long 
as HM remains closed, moreover, none 
of the Mc relays that have operated 
will release, and with the mc relay of 
a group operated, the HG and ac re- 
lays of that group cannot be operated 
by a ground on the a lead. Once a 
group has been served, therefore, it 
cannot be served again as long as 
there are calls waiting in other groups, 
or until all the other groups have been 
served. After all groups have been 
served, or after there are no calls 
waiting in the other groups, HM will 
release, and release all the mc relays 
that have been operated. When the 


last MG relay has released, Gr will re-- 
lease and restore the circuit to normal. 

As soon as the position allotter has 
allotted a position for a call, it turns 
the connection of the call over to the 
link allotter for the group concerned, 
and with the group allotter is then 
ready for the next call. A link allotter 
may be completing a call, therefore, 
while the group and position allotters 
are indicating the group and operator 
for the next call. The rate of handling 
calls is not determined, therefore, by 
the combined operating time of all 
three allotters, but by the operating 
time of the group and position 
allotters. While the total time for 
handling a call is about a quarter of a 
second, the operating time of the 
group and position allotters is only 
around five-hundredths of a second 
each. Since there is a link allotter for 
each group, their somewhat slower 
operation does not affect the rate of 
handling calls for the system as a 
whole, which is thus determined by the 
operating time of the group and posi- 
tion allotters. The theoretical average 
rate is thus ten calls a second. 


Bound copies of Volume 18 of the Recorp (September, 1939, to 
August, 1940) will be available shortly—$2.75, foreign postage 25 
cents additional. Remittances should be addressed to Bell Lab- 
oratories Record, 463 West Street, New York. A separate index 
to Volume 18 is now available and may be obtained upon request 
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A Dialing Circuit of Increased Range 


By F. K. LOW 
Central-Office Switching Development 


HE correct counting and re- 

cording in the central office of a 

train of dial pulses depends 
largely on the action of the pulsing 
relay. This relay responds to the 
momentary openings and closures of 
the subscriber loop caused by the dial 
as it returns to normal, and gives out 
corresponding openings and closures 
of its contacts to the circuit or 
mechanism that counts and records 
these pulses. In addition to variations 
in the time intervals of the dial 
pulses, there are a number of elec- 
trical effects imposed on the pulsing 
relay which may interfere with its 
correct operation. Some of these tend 
to hold the relay when it should re- 
lease; long loops reduce the current 
needed for operating the relay when 
it is supposed to operate; and other 
effects tend to cause the relay to oper- 
ate or release falsely. The degree of 
fidelity with which the relay follows 
legitimate dial pulses, and the margin 
by which it withstands various im- 
pulses to operate or release falsely, 
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are measures of its efficiency. In these 
respects the relay developed for the 
subscriber sender of the new crossbar 
dial system, and recently adapted to 
the more widely used of the panel 
system senders, represents important 
improvements as compared to relays 
previously used for this service. Out- 
standing among these improvements 
are an extended loop range and a 
greater permissible variation in the 
speed of operation of the dial. 

The new relay will respond satis- 
factorily to either ten or twenty pulses 
per second over 1500-ohm loops, while 
the former relay would respond to ten 
pulses per second only over loops not 
exceeding 1000 ohms, and to twenty 
pulses per second only over loops not 
exceeding 350 ohms. Strictly speak- 
ing, however, the new development 
should not be referred to as a relay 
but rather as a pulsing or dialing cir- 
cuit, since the circuit features im- 
mediately associated with the relay 
account for its efficient operation 
certainly as much as do the charac- 
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teristics of the relay structure oe 
A different relay is employed a 

well as a new circuit, however. ome 
pulsing circuits have employed an 
L-type relay, while for the new cir- 
cult, a 239-type relay is employed. 
These two relays are shown in the 
photograph at the head of this article, 
where the 239 type is at the left. The 
structure of this latter relay is of low 
inductance, and is thus conducive to 
fast response. In addition, by using a 
biasing winding, it lends itself better 
to the securing of a high “percentage 
release,” which expresses the 

relationship between the re- 


are indicated by the distance on the’ 
time scale between points Rk and o. 
With operate and release currents as 
represented by c-c and d-d, however, 
which apply to the new 239-type relay 
and illustrate a high-percentage re- 
lease, the releasing and operating 
intervals are considerably longer as 
indicated by the points Rr’ and 0’. 
The arrangement of the new pulsing 
circuit as it appears in the crossbar 
sender, together with the elements of 
the subscriber telephone set involved 
in dialing, are shown in Figure 2. The 


ONE PULSE CYCLE —12 PULSES PER SECOND—>} 
lease and operate currentsofa 
relay. The higher this ratio the / ! 

larger the variations in oper- ! 4 
ate and release conditions the 
relay can tolerate. The reasons = *° On 
for this are indicated in Figure 
1, which shows the current BN 
conditions existing during two 
extreme pulsing conditions. 
The upper graph of this figure 2 ,. 
represents the worst condi- ONE CYCLE 22s 
. DIAL 
tions for the release of the 
pulse relay on a short sub- 
3 20 
scriber’s line, i.e., maximum isoLooP| 4 
ringing bridge capacity and 10 b Rb 
maximum leak. The lower \ R 
graph represents the worst ° - 
conditions for the operation of 
fe] 10 20 30 40 50 60 70 80 90 
the relay on a long PBX trunk fe 


with which is associated a high- 
speed operator’s-type dial. 
With operate and release cur- 


- rents such as those of the older 


L-type relay, as represented by the 
lines a-a and 4-6 respectively, the per- 
centage release is comparatively low 
and consequently the interval of time 
during which the relay may be in the 
released position under the first set 
of extremes or in the operated posi- 
tion under the second set of extremes 
is short in either case. These intervals 
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Fig. 1—Representation of dial pulses, showing high 


and low percentage releases 


pulsing relay is of the polarized type, 
and employs no retractile spring 
against which the operate winding 
must act. Release is secured by a 
separate biasing winding. The current 
through this winding is adjusted so 
that at nominal voltage and with 18.5 
milliamperes in the operate winding, 
there will be zero flux in the core— 
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and thus no tendency for the arma- 
ture to move in either direction. When 
the relay is properly adjusted, it will 
then operate on 20 milliamperes and 
release on 17, a change of only 1.5 
milliamperes on each side of the zero- 
flux current. These values of current 
will vary with the battery voltage, but 
since both windings are supplied by 
the same battery, there is a natural 
compensation. As the current in the 
operate winding rises or falls with 
changes in voltage, the current in the 
compensating winding will also rise 
or fall, so that their differential effect 
tends to remain constant. 

With this sensitivity, and the high- 
percentage release, the pulsing relay 
has ample margin for releasing and 
operating in response to regular dial 
openings and closures. Under some 
conditions, however, transients occur 
that might cause false operation or 


SUBSCRIBER'S |EXTENSION 


release if additional precautions were 
not taken. In the dialing circuits of 
PBX boards and order turrets, for 
example, the loop is held closed 
through a retard coil of moderately 
high inductance. When the dial is 
operated, this coil is short-circuited, 
but shortly after the dial returns to 
normal, the retard coil is reinserted in 
the loop. This causes a sudden lower- 
ing of the line current, momentarily 
dropping it to a point appreciably 
below the steady-state value, and 
thus tending to cause the release of 
the pulsing relay. 

To counteract this tendency, the 
condenser and resistance marked R in 
Figure 2 are connected between the 
line side of the operate winding and 
ground. When the retard coil is con- 
nected back into the circuit, the 
voltage across the line, and thus 
across the condenser, rises, and a 

momentary charging 


the relay winding to 
| | | | the condenser. This 
| | | | Tat ~=6current is sufficient to 
| | = counteract the de- 
crease in line current, 

and thus holds the re- 

lay operated. The ac- 

tion is indicated in 
SUBSCRIBER SENDER Figure 3. Without the 


condenser, the current 
would follow the dotted 


curve when the retard 


lease value. With the 
(sr) condenser in the cir- 
= IL [se cuit, however, the 


wil 


~ TER = 
(BIASING WINDING) 


Fig. 2—Simplified schematic of new dialing circuit 
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= solid curve, and re- 
mains well above the 
release value. There is 
a similar charging cur- 
rent to the condenser 
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tending to hold the relay operated 
when the pulsing contacts of the dial 
open and the relay is supposed to 
release. In this case, however, the 
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Fig. 3—Effect of condenser x on the opera- 
tion of the pulsing relay 


effect is spent in the early part of the 
pulse and is therefore negligible. 

Difficulties may also occur because 
of the condensers in series with the 
ringers, which are permanently con- 
nected across the line. Closure of the 
dial contact provides a discharge path 
for these condensers, and when the 
contact opens, the condensers will re- 
charge. Secause of the high induc- 
tance of the ringer circuit, the charging 
current increases slowly at first, and 
then reaches a peak about twelve or 
fifteen milliseconds after the dial 
contact has opened. Under certain 
intermediate line conditions, which— 
except for this—would cause no dial- 
ing difficulties, the pulsing relay may 
release within the first twelve milli- 
seconds, and then be reoperated by 
the charging surge, and released again 
with its cessation, thus causing a false 
pulse. Figure 4 illustrates the charac- 
teristics of such a transient. 

To make the new circuit completely 
insensitive to this form of transient, a 
circuit arrangement is provided that 
electrically locks the relay in the re- 
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leased position for a short period of 
time. If the relay does release before 
this charging surge it will be held re- 
leased until the surge has passed. 
This locking action is secured by a 
secondary winding connected through 
the pH condenser as shown in Figure 2. 
With the pulsing relay in the released 
position, this condenser is discharged 
because of the presence of the same 
battery potential on both sides of it. 
When the pulsing relay operates, how- 
ever, it grounds one side of the con- 
denser through the low-resistance LI 
relay, and so the condenser charges. 
The time for the charge and discharge 
of the condenser is determined by the 
constants of this secondary winding 
circuit, and is adjusted to secure the 
desired time interval. The charging 
current is in a direction tending to 
operate the relay, and the discharging 
current in a direction to release it. 
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Fig. 4—Severe conditions sometimes en- 
countered due to ringer condensers 


When the relay releases on the open- 
ing of the dial contact, therefore, the 
discharge current that flows holds it 
released until the charging surge of 
the ringer condensers has passed. 
This secondary winding is also use- 
ful on long loops with short dial 
closures, such as occur with the 
operator’s dial giving twenty pulses 
per second. The long loop tends to 
shorten the length of the operating 
pulse, but the charging current to the 
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PH condenser when the pulsing relay 
operates increases the operated period 
and insures a closure of satisfactory 
length. This winding thus tends to 
equalize the difference between long 
and short pulses, since it lengthens 
the short pulses and has no effect on 
the long ones because the charging 
surge has died out before the dial 
contact has opened. 

The slow-release relay sR operates 
when the hand set is lifted and should 
not release unless the call is deliber- 
ately abandoned. It is given a slow- 
release characteristic so that it will 


not release on the dial openings. Its 
proper action is considerably helped 
by placing the relay in the circuit of 
the secondary winding of the pulsing 
relay. In this position, its winding re- 
ceives not only the full dial closure 
pulse, but the discharging surge of the 
PH condenser when the pulsing relay 
opens its front contact. 

Besides the increased range and 
ample operating margins of this new 
dialing circuit, special contact wear 
and adjustment stability tests indicate 
that it will require less maintenance 
than the previous circuits. 


AN IMPoRTANT NEw Masownetic ALLoyY 


“Vicalloy,” a new magnetic alloy 
of remarkable qualities, was an- 
nounced on June 20, 1940, to the 
American Physical Society by E. A. 
Nesbitt and G. A. Kelsall of Bell 
Telephone Laboratories, New York, 
N. Y. Composed of cobalt, vanadium 
and iron, the alloy can be made to 
hold more permanent magnetism than 


E. A. Nesbitt holds up two iron bars by the 
magnetism stored in the little semicircular 
magnet made from “‘Vicalloy” 
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any other commercial material. In 
addition, it can be drawn and rolled— 
a property of decided advantage in 
many applications, and not possessed 
by other permanent magnet materials 
of importance in the art. For example, 
it has been rolled into tape 1/500 inch 
thick and 1/20 inch wide; several 
thousand feet of this tape are used for 
sound recording at the New York 
World’s Fair, while shorter lengths 
are running constantly as endless 
loops in the Bell Telephone weather- 
announcing systems. 

Taking its name from the initial 
letters of its three components, the 
new material is composed of 6 to 16 
per cent vanadium, 30 to §2 per cent 
iron, and 36 to 62 per cent cobalt. 
From the molten state it is cast into 
an ingot, which is hot-swaged to 4 
inch diameter. It is then drawn into 
wire or rolled into tape, as desired. 
When in final form, it is heat-treated 
to develop its magnetic qualities. It is 
permissible to use a heat treatment 
that will not be harmful to most high- 
permeability materials. Thus it is pos- 
sible to weld such pieces to the magnet 
and heat-treat them both together. 
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Magnetic 
Ultra- 


Micrometer 


By W. B. ELLWOOD 


Circuit Research 


EASURING the thickness of 

a thin deposit of metal or paint 

on a backing material with- 
out damaging the deposit is a difficult 
problem when the junction surface is 
not accessible. The Laboratories has 
devised a method of doing this where 
the backing is a sheet of iron or other 
magnetic material. The measurements 
are made by comparing two magnetic 
circuits which have the test specimen 
between them as a common part of 
both circuits. The non-magnetic film 


on one side of the specimen intro- 
duces a gap in one of these otherwise 


identical circuits and unbalances 
them. The amount of unbalance is a 
measure of the thickness of the film 
on the specimen. 

The test specimen is clamped be- 
tween the ends of two magnetic 
probes as shown in Figure 1. Probes 
pI and p2 have exciting coils ci 
and c2 and exploring coils si and 
s2. The exciting coils are connected 
in series to a constant source of 

alternating current at 


" 110 volts. The explor- 
= ing coils form a bridge 
TEST . 
oe | wat piece FILM with the resistances R3 
AMMETER and R4, and the output 
of the transformer 12 
\ measures the unbal- 
TY ance of the bridge. 
--~ Thisoutput may be rec- 
tified mechanically with 
NGMereR| | RECTIFIER 3| T2 a commutator, or elec- 
trically with a thermo- 


R3 


Fig. 1—The test specimen is clamped between the ends of two 
magnetic probes which are excited by alternating current 
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aA couple or copper-oxide 
rectifier. It is read on a 
d-c galvanometer or 
microammeter. 
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Fig. 2—The change of resistance X4 re- 

quired to balance the bridge for coatings of 

different thicknesses is determined by cali- 

brating the apparatus with coatings of 
known thickness 


In making the measurements a 
strip of iron whose thickness is that 
of the test specimen with its non- 
magnetic surface deposit is inserted 
between the probes. The bridge is 
then balanced by adjusting the re- 
sistance R4. The test specimen with 
its non-magnetic surface on one side is 
substituted for the iron strip and the 
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unbalance of the bridge is read on a 
galvanometer, which has been cali- 
brated with strips having surface de- 
posits of known thickness. An alter- 
nate method is to reduce the output 
voltage of the transformer T2 to zero 
by adjusting the resistance R4 to 
balance the bridge with the test speci- 
men and note the change in resistance. 

The relation between this resistance 
change and the thickness of the 
surface film is indicated by the curve 
in Figure 2. If the permeability of the 
test piece is large, the change in re- 
sistance R4 is only slightly dependent 
on the thickness of the magnetic base. 
One scale division of the galvanometer 
corresponds to 10° or less inches of 
film thickness. The accuracy of the 
device depends largely on the smooth- 
ness of the contact surfaces. 

This new method of measurement 
is a rapid and accurate means of de- 
termining the average thickness of a 
given area of non-magnetic films of 
metal, paint, paper or weathering on a 
magnetic base material. It also has 
been used to measure the thickness 
of contact metal on relay springs. 


to this Issue 
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of the Bureau of Standards, where he en- 
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